Message 


From: Ruthie Allis [rallis@microbio.umass.edu] 

Sent: 12/21/2010 2:35:17 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: Re: FW: Morrill I Parking 


Thanks, Jim. Apparently, he CAN be very responsive. 

On 12/21/2010 9:04 AM, Hanchett, James (DPH) wrote: 


From: Ewart Burt rmailto:bewart@facil.umass.edu 1 
Sent: Tuesday, December 21, 2010 8:35 AM 
To: Hanchett, James (DPH) 

Subject: RE: Morrill I Parking 

Jim, 

This is reaily unacceptable, and the contractors know it. I'll deal with them this morning. 
Thanks for the info, and I'm very sorry for the inconvenience. 

Burt 


Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Facilities Planning Division 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@facil.umass.edu 

Direct Extension: 413.577.0128 

Mobile: 

Office Main: 413.545.1383 

Fax: 413.545.3684 


From: Hanchett, James (DPH) [ mailto:James.Hanchett@state.ma.us1 
Sent: Tuesday, December 21, 2010 7:18 AM 
To: Ewart Burt 
Subject: Morrill I Parking 

Hi Burt, 

I understand you need to close the parking lot for construction, but today you have 3 closed including the new 
parking made for drug lab deliveries. 


Folk OIG PRR 094184 




Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 


Ruth Allis 
Microbiology 
T: 413-545-2051 
F: 413-545-1578 
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